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Message Text 


UNCLASSIFIED 

PAGE 01 FRANKF 01221 211625Z 
53 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

130465 

R 211428Z FEB 75 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC 9381 
USDOC WASHDC 
INFO AMEMBASSY BONN 

UNCLAS FRANKFURT 1221 

E.O. 11652: NA 
TAGS: BEXP, GW 

SUBJECT: WTDR - HEYER GMBH, CARL, INHALATIONSTECHNIK 
REF: USDOC 1187 

1. ADDRESS: 1 SCHLACHTHOFSTR., 5427 BAD EMS, W. GERMANY, CABLE: 
HEYERTEMS, TELEX: 0869025, PHONE: 02603-4067, OFFICER: FRANZ 
WURM, MANAGER. 

2. ESTABLISHED 1883. MANUFACTURER OF INHALATORS, RESPIRATORS, 
EQUIPMENT FOR MEDICAL GASES, INSTALLATIONS FOR ITS SUPPLY, 
ENVIRONMENTAL CHAMBERS, ULTRANSONIC NEBULIZERS; DISTRIBUTOR OF 
ANESTHESIA APPARATUS AND RESPIRATORS. 150 EMPLOYEES, 15 
REPRESENTATIVES. SALES AREA: W. GERMANY, ECC AND EFT A COUNTRIES. 
EASTBLOCK COUNTRIES, ISRAEL AND IRAN. THE FIRM IS LEADING IN 

ITS LINE IN W. GERMANY. 

3. FINANCIAL REFERENCE: DRESDNER BANK AG, KOBLENZ. TRADE 
REFERENCE: N/A. 

4. FOREIGN FIRMS REPRESENTED OR LICENSING AGREEMENTS: NONE. 

5. REGISTERED AS CORPORATION ON SHARES WITH NOMINAL CAPITAL 
DM 20,000 HELD BY ELSE HEYER NEE WURM. FIRM'S REPUTATION GOOD, 
FINANCES IN ORDER. BUSINESS REAL ESTATE OWNED BY MRS. HEYER 
AND LEASED TO FIRM. CONSIDERABLE CAPITAL INVESTED IN EQUIPMENT 
AND INVENTORY.. ANNUAL SALES: DM 9 MILLION. NO DEROGATORY 
UNCLASSIFIED 

UNCLASSIFIED 
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INFORMATION RECEIVED ON PAYMENTS. RECOMMENDED AS GOOD 
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BUSINESS CONTACT. 

6. INFO 02/75. PREPARED P. BARTOLSIC, APPROVED C.J. HARRIS. 

HARLAN 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975FRANKF01221 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750062-0956 
From: FRANKFURT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750225/aaaaavnz.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 USDOC 1187 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 MAY 2003 by MarshK0>; APPROVED <16 JAN 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR - HEYER GMBH, CARL, INHALATIONSTECHNIK 
TAGS: BEXP, GE 
To: STATE COM 
Type: TE 
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